ANDREWS INTL / HBID INCIDENT REPORT/LOG 


FOOT BEAT F-B-3 


DATE 


OFFICER 1 
OFFICER 2 


04-01-15 
C. MOONEY # 124 
R. REYES # 117 


SUPERVISOR. REYES 


R 
1200 


1230/13 
00 
1315/13 
20 


1325/13 
30 


1345/13 
55 


1415/14 
295 


1420/14 
30 


1445/15 
05 


BRIEFING; ALL EQUIPMENT CHECKED OUT IN GOOD 
WORKING ORDER. 


DETAIL; TRANSPORTED VEHICLE # 3 TO FIRESTONE. 


CONTACT/WARNED MICHAEL FOR SLEEPING ON THE 
PUBLIC WALKWAY IN FRONT OF 6425 YUCCA.. HE STOOD 
TO HIS FEET. 


CONTACT/WARNED A SUBJECT FOR SLEEPING ON THE 
PUBLIC WALKWAY IN FRONT OF 6425 YUCCA. HE LEFT 
THE LOCATION. 


BUSINESS CHECK AT 1810 CAHUENGA ( THE 711 STORE ). 
WE SPOKE TO EMPLOYEE BRALLIO. ALL CHECKED OK AT 
THIS TIME. 


CONTACT/WARNED A SUBJECT FOR SLEEPING ON THE 
PUBLIC WALKWAY IN FRONT OF 6504 HOLLYWOOD BLVD. 
HE LEFT THE LOCATION WITHOUT INCIDENT. 


CONTACT/WARNED A SUBJECT FOR SLEEPING ON THE 
PUBLIC WALKWAY AND BLOCKING PEDESTRIAN TRAFFIC 
IN FRONT OF 1602 WILCOX. HE LEFT THE LOCATION 
WITHOUT INCIDENT. 


ARREST/REFF. 


WE OBSERVED SUBJECT ( GALAINED, CHRISTIAN DOB 04- 
20-68 ) SITTING ON THE WALKWAY IN FRONT OF 1147 
VINE STREET. HE WAS DRINKING BEER FROM A 16 OZ 
CAN OF COLT 45 MALT LIQUOR. THE CAN WAS HALF 
EMPTY AND COLD TO THE TOUCH. THE SUBJECT WAS 
VERY COOPERATIVE AND WILLING TO SEEK HELP FOR 
HIS DRINKING HABIT. WE GAVE HIM TWO REFERRALS 
FOR OUTREACH. HE PURCHASED THE BEER FROM THE 
LIQUOR STORE AT 1123 VINE STREET. CHARGE; 41.27© 
LAMC / AR# 15-0188 
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1520/15 
30 


1630/17 
00 


1730/17 
45 


1800/18 
15 


1830/19 
10 
2000/20 
10 


2030 


CONTACT/WARNED THREE SUBJECTS FOR SITTING ON 
THE PUBLIC WALKWAY AND BLOCKING PEDESTRIAN 
TRAFFIC IN FRONT OF 6324 SUNSET BLVD. THEY LEFT 
THE LOCATION WITHOUT INCIDENT. 


CODE-7 SIZZLER. 

DETAIL; P/U VEHICLE # 3 AND DELIVERED VEH.# 5 FOR 
SERVICE. 

BUSINESS CONTACT AT 1810 CAHUENGA ( THE 711 
STORE ). WE SPOKE TO EMPLOYEE BRALLIO. THERE 
WERE NO ISSUES AT THIS TIME. 

OFFICE; UPDATED LOG, REPORTS AND ADMIN. DUTIES. 
EXTRA PATROL AT 6801 HOLLYWOOD BLVD (THE H & H 
PARKING STRUCTURE ). WE CHECKED SEVERAL LEVELS 
FOR LAMC VIOLATIONS. NONE NOTED. 


END OF WATCH. 
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